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RED WING, MN USA 


SINCE 1905 


Let us help build your ideal PPE solution — 
everything from footwear and flame-resistant 
workwear to gloves, safety glasses and more. 





TABLE OF CONTENTS 


PROTECTIVE FOOTWEAR 
Footwear 


PROTECTIVE WORKWEAR 
Customization 

Fabrics 

Workwear 


ACCESSORIES 


anit —- tia tt Ww a aN Technology 
‘a’ “> ee ae Nite: Fitting Guides 


PRODUCT INDEX 





redwingsafety.com u 


« 


EAR 


PROTECTIVE F 


$ 


DTWEAR 


0 STYLES 


ven 
Ny 


A 





4402 MEN'S 6" BOOT | MOE | 


o Q1—LINING 
Promotes air circulation and moisture movement 


o Q2—MEMORY FOAM (ankle, heel, tongue and gusset) 
Maximizes all-day comfort 


0 03—QUADREX 4-LAYER FOOTBED 
Best-in-class comfort 


© Q4-—POLYURETHANE MIDSOLE 
Secs Underfoot comfort and durability 
Chemical resistance 


0 Q5— TRUARCH SUPPORT 
TPU shank co-molded to outsole for 
o 07 stability and protection 


o 08 o 06 — RUBBER OUTSOLE WITH INNOVATIVE LUG DESIGN 
Non-loading, oil, slip and heat resistant 


o Q/7—NANO COMPOSITE TOE CAP 
Protects toes with less weight and bulk 


o 08—KING TOE® TECHNOLOGY 
44% more toe room than our standard work boots 
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BOOT FAMILIES: PURPOSE-BUILT FOR ALL WALKS OF WORK, EVERY TIME. 


Within this catalog, boots are organized into product families that share a common technology 
or platform. You'll also find that the families of boots build from light to heavy duty applications 
[ok-KcY-Xo Mo) aM oLeloy amore) atsvdqulora(olaminl-1ualeledmiamanlismer-ie-] (olen 
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bottom to the upper. 





COMFORTPRO 


Casual Style. Serious Comfort. 


Dual density EVA midsole maximizes rebound and 
Ulale(-lacele) mere) anhie)am 


slip-resistant BLVD Sole. 
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upper: Full Grain Black Leather Dual Density BLVD 
FOOTBED: Nylon Covered Polyurethane SD Slip Best 
SHANK: Non-metallic oy a oe 
LAST: 224 ae 
CONSTRUCTION: Cement Chemicals Best 


RATING: ASTM F2413-11, M/V/75/C/75, SD _Abrasions __Best__ 
CARE: Black Shoe Cream, Leather Protector Heats Best __ 
sizes: D 7-12,13, 14,15 EE 8-12.13 H 8-12.13 Non-Marking Yes 


MADE IN VIETNAM 


Puncture Resistant Metatarsal Guard Electrical Hazard Static-Dissipative 


Resistente a las Perforaciones MT Protector del Metatarso Peligro Eléctrico Disipador de Estatica eum oeTeeO 





ATHLETICS 


Inspired by the fast, flexible, energetic styling of 
athletic shoes, but built for 
on-the-job comfort. 


o Exceptional out-of-the-box comfort. 
o Lightweight construction with superb flexibility. 
Long wear with less fatigue. 


Cid<F-hamn (elma = 1a -alelercyiale mre larem ele) avansit-]alenr-le1selalalep 




















ATHLETICS Men's Athletic SOLE RESISTANCE CHART | RESISTANCE CHART 

upper: Abrasion Resistant Mono-Mesh Rubber-EVA Stealth 

FOOTBED: Nylon Covered Open Cell Foam Slip Best 

SHANK: Nylon 

LAST: 305 Oil/Gas Best 

CONSTRUCTION: Cement Chemicals _ Best 

RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Best 

sizes: D 7-12,13,14,15 EE 7-12,13,14,15 H 8-12.13 Heat Best 





Non-Marking Yes 








MADE IN CHINA 


TRUHIKER 


Built in the true spirit of a lightweight, 
flexible hiking boot with ankle height 
design for protection and support. 


o Exceptionally lightweight and flexible. 
o Just the right mid-height for support and comfort. 























On Men's 6-inch Hiker Boot 
oe 

UPPER: Full Grain, Waterproof Hazelnut Tramper Leather SMe eee es 
FOOTBED: Nylon Covered Polyurethane Slip Ba 
SHANK: Steel aie : 
LAST: 221 ees ES 
CONSTRUCTION: Cement Chemicals Best 
rating: ASTM F2413-11, M/I/75/C/75, EH AUER 1S) 
CARE: Leather Protector, NaturSeal™ Heat Best 
sizes: B 10-12,13,14 D 7-12,13,14,15 EE 8-12,13,14 Non-Marking Yes 

: R \ ve HR) Viera 

— oe: MADE IN CHINA 

6 Steel Toe Aluminum Toe Non-Metallic Toe 0 Waterproof Insulated 
Puntera de Acero Puntera de Aluminio Puntera No Metalica Impermeable Con Aislamiento 


OD Mens 6-inch Hiker Boot 

















uPPER: Suede, Waterproof Gray Leather EADS ETT 
FOOTBED: Removable EVA Slip Best 
SHANK: Nylon 

LAST: 220 Oil/Gas Best 
CONSTRUCTION: Cement Chemicals _ Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Better 
caRE: Leather Protector, NaturSeal™ Heat Best 
sizes: D 8-12,13,14 EE 8-12,13 Non-Marking Yes 
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MADE IN CHINA 























y 
D 
> 
FLEXFORGE® 
. . ? 
PAVE=10) e]-1 ge) axe =] Gxere) alia gu (eid (e) aime) celer-t-— y, 
combines increased forefoot flexibility with 4 
a very stable heel. y 
> 
© Welted heel provides extra stability on uneven terrain. » 
oon O1-1001- 1010 £0) k=) 0010) mnere) alsjqae (ord (e)amel-Jalelsm-|alemils)<-top ‘ 
o DynaForce® insoles reduce underfoot pressure. ‘ 
y 
D 
® _| _ 
Of. Men's 11-inch Pull-On Boot 
UPPER: Full Grain, Waterproof Brown Taos Leather Pepe GRE 
FOOTBED: Nylon Covered Polyurethane Slip ae, SN 
SHANK: Non-metallic fo; 
LAST: 230 ued Best aed 
CONSTRUCTION: Cement - Welt Chemicals Better ® 
RATING: ASTM F2413-11, M/I/75/C/75, EH sae 
care: Leather Protector, NaturSeal™ heat Best “4 
sizes: B 9-12,13,14 D 7-12,13,14,15 EE 8-12,13,14 H 8-12,13,14 Non-Marking Yes 
mee 6m || I perce €E pas I Gioreuil 
seen, SRUARD eee — HR® MADE IN CHINA 





TRADESMAN® 


Lightweight, flexible and slip-resistant boots 
bring hiker-inspired versatility and comfort to 
demanding construction, manufacturing and 


warehousing environments. 
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Puncture Resistant Metatarsal Guard Electrical Hazard Static-Dissipative 


Resistente a las Perforaciones MT Protector del Metatarso Peligro Eléctrico Disipador de Estatica Semester) oul u 
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NEW 


Available Fall 
2018 








NEW 


Available Fall 
2018 


NEW 


Available Fall 
2018 


NEW 


Available Fall 
2018 


Steel Toe 
Puntera de Acero 











RED WING TRADESMAN Men's 5-Inch Hiker Boot 
318 @ORf 














upper: Waxed Nubuck, Waterproof and Abrasion Resistant Mesh SOREL 
FOOTBED: Removable Polyurethane Si 8 

p est 
SHANK: Fiberglass . 
LAST: 601 Chemicals _ Best 
CONSTRUCTION: Direct Attach Abrasions _ Best 
RaTING: ASTM F2413-11, M/l/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR tA t eee eS! 
CARE: Leather Protector, NaturSeal™ Non-Marking Yes 
sizes: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 








Eo SL. A HRD 
PROOF LEATHER 
MADE IN CHINA 




















ie 30 of. Men's 5-Inch Hiker Boot FSOLE RESISTANCE CHART RESISTANCEICHART 
, Versalrax 

UPPER: Waxed Split Basalt Leather 

FOOTBED: Removable Polyurethane Slip Best 

SHANK: Fiberglass 

LAST: 601 Oil/Gas Best 

CONSTRUCTION: Direct Attach Chemicals Best 

ratinG: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Best 

CARE: Leather Protector, NaturSeal™ Heat Best 





sizes: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 Non-Marking Yes 





RIW HRO 
PROOF LEATHER 


MADE IN CHINA 








RED WING TRADESMAN Men's 5-Inch Hiker Boot 
6614 @OH 
UPPER: Full Grain, Waterproof Black Yukon Leather and Abrasion Resistant Mesh episallaX 
SHANK: Fiberglass ij 
D Best 
ust: 601 Oil/Gas Best 





CONSTRUCTION: Direct Attach 


Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH ees eye 
CARE: Black Shoe Cream, Leather Protector, NaturSeal™ 
sizes: D 6-12,13,14,15 16 EE 6-12,13,14,15 H 8-12.13, 14 _Heat_ ss Best__ 
Non-Marking Yes 











MADE IN CHINA 
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RED WING TRADESMAN Men's 6-inch Boot 
6617 O @ 
VersaTrax 


UPPER: Full Grain, Waterproof Black Yukon Leather 
FOOTBED: Removable Polyurethane 

SHANK: Fiberglass 

LAST: 601 

CONSTRUCTION: Direct Attach 


RATING: ASTM F2413-11, M/I/75/C/75, EH 
CARE: Black Shoe Cream, Leather Protector, NaturSeal™ 
sizes: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 


Slip Best 
Oil/Gas Best 
Chemicals _ Best 
Abrasions Best 
Heat Best 
Non-Marking Yes 




















MADE IN CHINA 





RIW. HR® 
PROOF LEATHER 


Aluminum Toe Non-Metallic Toe 0 Waterproof Insulated 
Puntera de Aluminio Puntera No Metalica Impermeable Con Aislamiento 


OBE pel onemEoot 























Available Fal) UPPER: Waxed Nubuck, Waterproof Dark Brown Vaca Loca Leather yetsalbax 

2018 FOOTBED: Removable Polyurethane Slip Best 
SHANK: Fiberglass 
LAST: 601 Oil/Gas Best 
CONSTRUCTION: Direct Attach Non-Welt Chemicals _ Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR Abrasions _Best 
CARE: Leather Protector, NaturSeal™ Heat Best 
sizes: D 6-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 Non-Marking Yes 


a Riw 
niet ial ad 7N HR?) MADE IN CHINA 


KING TOE® ADC 


Built to surround your feet with 
durability, stability, and protection throughout the 


workday. 
o Best-in-class, all-day comfort. 


o 44% more toe room. 


o Rubber outsole with innovative lug design. 


OG IIT I TS IT, 


















































® in fins 
ny TOE® ADC Men's 6-inch Boot SOLE RESISTANCE CHART RESISTANCE CHART 
upPeR: Full Grain, Waterproof Gaucho Leather EUDDE Tar aul Cue 
FOOTBED: Quadrex Four-Layer System Slip Best 
SHANK: TPU Torsion Control Plate 
LAST: 300 Oil/Gas Best 
CONSTRUCTION: Direct Attach Non-Welt Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Best 
CARE: NaturSeal™ Heat Best 
sizes: B 10-12,13,14 D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13,14 Non-Marking Yes 
KING TOE Jayapp HR) 
MADE IN CAMBODIA 
® tes 
ny TOE® ADC Men's 8-inch Boot SOLE RESISTANCE CHART RESISTANCE CHART 
upPeR: Full Grain, Waterproof Gaucho Leather Muir Ine 
FOOTBED: Quadrex Four-Layer System Slip Best 
SHANK: TPU Torsion Control Plate 
LAST: 300 Oil/Gas Best 
CONSTRUCTION: Direct Attach Non-Welt Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Best 
CARE: NaturSeal™ Heat Best 
sizes: B 10-12,13,14 D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13,14 Non-Marking Yes 
KING TOE /ayjapp HR) 
MADE IN CAMBODIA 
Puncture Resistant Metatarsal Guard Electrical Hazard Static-Dissipative 


MT redwingsafety.com g 


Resistente a las Perforaciones Protector del Metatarso Peligro Eléctrico Disipador de Estatica 


® ‘ = _ 
ny TOE® ADC Men's 10-inch Pull-On Boot 




















uPPER: Full Grain, Waterproof Gaucho Leather Sete anUe 
FOOTBED: Quadrex Four-Layer System Slip Best 
SHANK: TPU Torsion Control Plate 

LAST: 800 Oil/Gas Best 
CONSTRUCTION: Direct Attach Non-Welt Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Best 
CARE: NaturSeal™ Heat Best 
sizes: B 10-12,13,14 D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13,14 Non-Marking Yes 
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MADE IN CAMBODIA 


KING TOE® 


On-the-job comfort is built in with a much larger 
toe box than our standard boots. 


o Sole is directly bonded to the upper for 
flexibility and durability. 


Simm => (01-10) 0(6) aT] 0]- ace) atit-1ale-m ele) ualiarelele) cc 
Tale meleicelele)cce 


o Designed for general utility work environments. 
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UPPER: Full Grain, Waterproof Mahogany Cider Leather se rad TOETAIB VAL 
FOOTBED: Nylon Covered Polyurethane Slip eee 
SHANK: Non-metallic oiN/c a 
Last: 800 ends S 
CONSTRUCTION: Direct Attach Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR ADlaslonsse= Best 
CARE: Leather Protector, NaturSeal™ Heat Best 
sizes: D 7-12,13,14,15 EE 8-12.13 14 H 8-12,13 Non-Marking Yes 
_R|W sogine Toe GUARD 7N SWEN-FLEK™ HR’) Cores 
MADE IN CHINA 
® J _] 

o2c 
UPPER: Full Grain, Waterproof Hazelnut Tramper Leather ROUEN 
FOOTBED: Nylon Covered Polyurethane Slip Safty 
SHANK: Non-metallic Oi/G Best 
Last: 800 ao ws 
CONSTRUCTION: Direct Attach Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH, CSA Grade 1, ESR Rated, PR aOlasionssss Best 
care: Leather Protector, NaturSeal™ Heat__—Good__ 
sizes: D 7-12,13,14,15 EE 7-12,13,14 Non-Marking Yes 

Py BIW. anerie 2) SWEMIEC 
MADE IN CHINA 
10 Steel Toe Aluminum Toe Non-Metallic Toe oO Waterproof Insulated 
Puntera de Acero Puntera de Aluminio Puntera No Metalica Impermeable Con Aislamiento 





e le Bt 
RED WING KING TOE® Men's 6-inch Boot 
4456 @ & ©) 


UPPER: Full Grain Poplar Frontier Leather TPU-PU Galaxy 




















FOOTBED: Nylon Covered Polyurethane Slip Salter 
SHANK: Non-metallic o/c : 
Last: 800 mus ES! 
CONSTRUCTION: Direct Attach Chemicals _Best 
RATING: ASTM F2413-11, M/I/75/C/75, Mt/75, EH Abrasions __Best 
See CARE: Leather Protector Heats Good 
; sizes: D 7-12,13,14,15 EE 8-12,13,14 Non-Marking Yes 


KING TOE: 
MADE IN CHINA 


® le Bt 
RED WING KING TOE® Men's 6-inch Boot 
2240 @ O 


upper: Full Grain, Waterproof Hazelnut Tramper Leather TPU-PU Galaxy 

















FOOTBED: Nylon Covered Polyurethane Slip aaa 
SHANK: Non-metallic B 

LasT: 300 UU est 
CONSTRUCTION: Direct Attach Chemicals Best 
rating: ASTM F2413-11, M/I/75/C/75, EH ees EES) 
caRE: Leather Protector, NaturSeal™ Heat Good | 
sizes: B 10-12,13,14 D 7-12,13, 14,15 EE 7-12,13 14 H 8-12.13 Non-Marking Yes 





R|W a 
WATER | 
WATER ies eee KING TOE 





MADE IN CHINA 


é le Q 
RED WING KING TOE® Men's 8-inch Boot 
3330 @OOG 

















ae ae 
UPPER: Full Grain, Waterproof Mahogany Cider Leather pe EATS AL 
FOOTBED: Nylon Covered Polyurethane Slip Best 
SHANK: Non-metallic | 
LasT: 300 Oil/Gas Best 
CONSTRUCTION: Direct Attach Chemicals Best 
Abrasions Best 
RATING: ASTM F2413-11, M/I/75/C/75, Mt/75, EH, CSA Grade 1, ESR Rated, PR, M 
care: Leather Protector, NaturSeal™ Heat Best __ 
sizes: D 7-12,13,14,15 EE 8-12,13,14 H 8-12,13 Non-Marking Yes 
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MADE IN CHINA 


® le Q 
RED WING KING TOE® Men's 8-inch Boot 
2280 @ O 


upper: Full Grain, Waterproof Hazelnut Tramper Leather TPU-PU Galaxy 




















FOOTBED: Nylon Covered Polyurethane Slip Better 
SHANK: Non-metallic 

LAST: 300 ones Best 
CONSTRUCTION: Direct Attach Chemicals Best 
rating: ASTM F2413-11, M/I/75/C/75, EH es EES) 
care: Leather Protector, NaturSeal™ Heat Good 
sizes: D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13 Non-Marking Yes 





R|W eke, 
WATER | 
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MADE IN CHINA 


Puncture Resistant Metatarsal Guard Electrical Hazard Static-Dissipative 


Resistente a las Perforaciones MT Protector del Metatarso Peligro Eléctrico Disipador de Estatica Sem Steny Cou = 


CRY" 


The anatomically designed curved front matches 
the shape of the foot for all-day comfort. 


o Flexes and bends when you need it the most. 
© Lightweight construction. 


© Ideal for fast-paced work environments. 





0 Men's 6-inch Boot SOLE RESISTANCE CHART 























UPPER: Full Grain, Waterproof Brown Taos Leather Tempo 
FOOTBED: Removable Polyurethane Slip Good 
SHANK: Fiberglass 
Last: 600 Oil/Gas Best 
CONSTRUCTION: Direct Attach Chemicals _ Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions__Best 
CARE: Leather Protector, NaturSeal™ Heat Good 
sizes: B 9-12,13,14 D 7-12,13,14,15,16 EE 6-12,13,14,15 H 8-12,13,14 Non-Marking No 
RW ORCE. 
ee ee \Crv/. Kz, MADE 9S A wamporren 
IN THE MATERIALS 


BRNR XP 


SLUT AMMO UhG atone; ]alemar-laem els .@ 


Aven o Superior comfort with Quadrex V2 footbed. 
van = © Best-in-class slip-resistance with GripTek Sole. 


te: © Great for oil and gas environments, construction, 
Tale mar-laleiccleadelaialen 
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UPPER: Full Grain, Waterproof Oro Taos Leather Dual Density GripTek 




















FOOTBED: Quadrex V2 Multi-Layer System 
Slip Best 
SHANK: Fiberglass Oil/G Best 
LAST: 697 muds be 
CONSTRUCTION: Direct Attach Welt Chemicals Best 
RATING: ASTM F2413-11, M//75/C/75, EH aDraslolis. —sest 
CARE: Leather Cleaner, Leather Protector, NaturSeal™ Heat Best 
sizes: D 7-12,13,14,15 EE 7-12,13,14,15 H 8-12,13 Non-Marking Yes 
RW >am! flores. 
zatHeR “GUARD HR! MADE 9S By Wamponren 
IN THE MATERIALS 
L Steel Toe Aluminum Toe Non-Metallic Toe 0 Waterproof Insulated 
Puntera de Acero Puntera de Aluminio Puntera No Metalica Impermeable Con Aislamiento 


OB eo oaniieeO ey 


upPeR: Full Grain, Waterproof Blackened Taos Leather Dual Density GripTek 























FOOTBED: Quadrex V2 Multi-Layer System SI B 
p est 
SHANK: Fiberglass 
LAST: 687 Oil/Gas Best 
CONSTRUCTION: Direct Attach Welt Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH PR, CSA Grade 1, ESR Rated, PR Abrasions _ Best 
CARE: Leather Cleaner, Leather Protector, NaturSeal™ Heat Best 
sizes: D 7-12,13,14,15 EE 7-12,13,14,15 H 8-12,13 Non-Marking Yes 
RW ORCE. © 
ey ATHER Reece. 7N SWEN-FLEX HR® ASSEMBLED Oj CS Bl W/MPORTED 
IN THE COMPONENTS 
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CIIPERSOLF® y, (} Premium comfort in tough work 


environments. 
A softer inner sole provides 
cushion and comfort. A harder 
outer sole offers durability 
and protection. 


Extra-long wearing outsole resists 
chemicals and oil. 


CTofole Mi felmndelele|am-la\vulaelalan-iaies 

such as oil and gas, construction, 

o Dual-density urethane creates a nate Jalebiccleadelauave-]alemc-)l(ger-lelon 
versatile sole that does it all. 


SOE ONE SESE OIE GENE NEL STE SBOE EI 





® 6 Q 
SUPERSOLE® 2.0 Men's 8-inch Boot 


® 
UPPER: Full Grain, Water-Resistant Nutmeg Ebbtide Leather Aztec SuperSole® 2.0 


FooTBED: ComfortForce® Slip Bee 
SHANK: Fiberglass 
LAST: 694 Oil/Gas Best 
CONSTRUCTION: Dual Density SuperSole® Welt Chemicals Best 


raTING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _Best 
CARE: Leather Protector, NaturSeal™ Heat Good 
> sizes: (2408) B 8-12,13,14,15 D 6-12,13,14,15,16 E 8-12.13 EE 7-12,13,14,15 Non-Marking Yes 

| HH 8-12,13.14,15 (82408) B 16,17,18 D 17,18 EE 16,17,18 


R | Al 
Riw <iS rZUSA 




















CIIPERSOLF® © Direct-molded sole adds even 


more stability. 
Time-tested, purpose-built 


7 © Designed to stay tough in harsh 
design for durability and comfort 


Syanvarae)avanls)alace 


in some of the toughest working 
conditions. 


Soma cele le Mie) mvelelelam-venvilaelalen-iaies 
such as oil and gas, construction, 

© The durability and stability of a welt manufacturing and railroads. 
solidly stitched to the upper. 
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Puncture Resistant Metatarsal Guard Electrical Hazard Static-Dissipative 


Resistente a las Perforaciones MT Protector del Metatarso Peligro Eléctrico Disipador de Estatica 1s 





redwingsafety.com 








RED WING SUPERSOLE® Men's 8-inch Boot 


2233 @ 


UPPER: Full Grain, Water-Resistant Velva Boomer Leather 
SHANK: Steel 

LAST: 522 

CONSTRUCTION: SuperSole® Welt 


RATING: ASTM F2413-11, M/I/75/C/75, EH 

caRE: Boot Oil, Leather Protector 

sizes: AA 10-12,13,14 A 10-12,13,14 B 8-12,13,14,15,16 C 8-12,13 
D 5-12,13,14,15,16,17,18 E 6-12,13,14 EE 7-12,13,14 EEE 
6-12,13,14,15,16 


Riw SS 
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RED WING SUPERSOLE® Men's 8-inch Boot 


2238 @ 


UPPER: Full Grain Turbo Vegas Leather 
SHANK: Fiberglass 

LAST: 694 

CONSTRUCTION: SuperSole® Welt 


RATING: ASTM F2413-11, M/I/75/C/75, EH 

caRE: Boot Oil, Leather Protector 

sizes: A 10-12,13,14 B 9-12,13,14,15 C 9-12.13 D 6-12,13,14,15,16 
E 8-12,13 EE 6-12,13,14,15 H 8-12.13 


RiIwW 7 ) &=&s 
LeatHEn NAF, GE) SUPER*SOLE 


RED WING SUPERSOLE® Men's 9-inch Pull-On Boot 


8242 @ 


UPPER: Full Grain, Water-Resistant Brown Boomer Leather 
SHANK: Fiberglass 

LAST: 522 

CONSTRUCTION: SuperSole® Welt 


RATING: ASTM F2413-11, M/I/75/C/75, EH 
CARE: Boot Oil, Leather Protector 
SIZES: E 5-12,13,14 EE 5-12,13 EEE 6-12.13 


Rw Ss 
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RED WING SUPERSOLE® Men's 9-inch Pull-On Boot 


8241 @ @ 


UPPER: Full Grain, Water-Resistant Brown Boomer Leather 
SHANK: Fiberglass 

LAST: 522 

CONSTRUCTION: SuperSole® Welt 


RATING: ASTM F2413-11, M/I/75/C/75, EH PR 
caRE: Boot Oil, Leather Protector 
sizes: EE 5-12,13 EEE 6-12 


|W SWEN-FLEX’ <—> 


LEATHER SUPER*SOLE 


Non-Metallic Toe 
Puntera No Metalica 


Aluminum Toe 
Puntera de Aluminio 


Waterproof 
Impermeable 


|SOLERESISTANCE CHART = sid RESISTANCE CHART 





Mini Lug SuperSole® 


Slip Good 
Oil/Gas Best 
Chemicals Better 
Abrasions Better 
Heat Good 
Non-Marking Yes 




















Wie OSA 


|SOLERESISTANCE CHART = sid RESISTANCE CHART 


MADE W/IMPORTED 
IN THE U S MATERIALS 





Horizon™ SuperSole® 


Slip Good 
Oil/Gas Best 
Chemicals Better 
Abrasions Better 
Heat Good 
Non-Marking Yes 




















SOLE RESISTANCE CHART 


Mini Lug SuperSole® f 


me OSA 


Slip Good 
Oil/Gas Best 
Chemicals Better 
Abrasions Better 
Heat Good 
Non-Marking Yes 




















SOLE RESISTANCE CHART 


Mini Lug SuperSole® 


Slip Good 
Oil/Gas Best 
Chemicals Better 
Abrasions Better 
Heat Good 
Non-Marking Yes 




















Wm OSA 


Insulated 
Con Aislamiento 


® . = = 
SUPERSOLE® Men’s 11-inch Pull-On Boot SOLE RESISTANCE CHART RESISTANCE CHART 





® 
upPeR: Full Grain, Water-Resistant Velva Boomer Leather Mini Lug SuperSole 


SHANK: Steel Slip Good 


LAST: 522 
CONSTRUCTION: SuperSole® Welt Oil/Gas Best 
Chemicals Better 


RATING: ASTM F2413-11, M/I/75/C/75, EH rn i 
CARE: Boot Oil, Leather Protector rasions etter 




















sizes: (2231) AA 10-12,13,14 A 10-12,13,14 B 4-12,13,14,15,16 C 8-12,13 D _Heat___—~Good __ 
5-12,13,14,15,16 € 6-12,13,14 EE 7-12,13,14,15 EEE 6-12,13,14,15,16 Non-Marking Yes 
(82231) 
| <=> 
“ SUPER*SOLE EUSA 


® _/ = = 
SUPERSOLE® Men’s 11-inch Pull-On Boot SOLE RESISTANCE CHART RESISTANCE CHART 





® 
upPeR: Full Grain, Waterproof Raindance Leather Mini Lug SuperSole 




















FOOTBED: ComfortForce® Slip an 
SHANK: Fiberglass 
LAST: 696 Oil/Gas Best 
CONSTRUCTION: SuperSole® Welt Chemicals _ Better 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions _ Better 
CARE: Leather Protector, NaturSeal™ Heat Good 
sizes: B 10-12,13,14 D 7-12,13,14,15 EE 7-12,13,14 H 8-12,13 Non-Marking Yes 
RW , SS 
fone ED Tae MUSA? 


SUPERSOLE® Men's 9-inch Pull-On Boot 


i Gi 


UPPER: Full Grain, Water-Resistant Brown Boomer Leather 
SHANK: Fiberglass Slip ane 


LAST: 522 
CONSTRUCTION: SuperSole® Welt Oil/Gas Best 
Chemicals Better 


RATING: ASTM F2413-11, M/75/C/75, Mt/75 EH PR Ab Bett 

CARE: Boot Oil, Leather Protector rasions eller 

SIZES: EE 5-12, 13 Heat Good 
Non-Marking Yes 


SOLE RESISTANCECHART =i RESISTANCE CHART 





Mini Lug SuperSole® 























2 gCAGEX <5 
| SWEN-FLEK™ Guy —— SUPER-SOLE MADE GL | WimpoRTED 


IN THE MATERIALS 





MAXBOND 


The perfect blend of toughness, stability and durability that never 
stops working until the job is done right. 





Veen 


meta A . o Cordura® uppers are lighter weight and chemical resistant. 
Li), ai 
© Bonded sole design ensures durability. 


o Versatile work boots for a wide range of work environments. Performs 
well where chemicals are present, such as oil and gas and manufacturing. 






RT I I | 





SF ocd 





arts Cres + 
iS faa SARA ie ibs A 
Puncture Resistant MT Metatarsal Guard Electrical Hazard Static-Dissipative 
Resistente a las Perforaciones Protector del Metatarso Peligro Eléctrico Disipador de Estatica 






ate 9 ed 
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MAXBOND Men's 8-inch Boot 


© 


UPPER: Brown Cordura® 

FOOTBED: ComfortForce® 

SHANK: Fiberglass 

LAST: 694 

CONSTRUCTION: Dual Density SuperSole® Welt 


RATING: ASTM F2413-11, M/I/75/C/75, EH 
sizes: D 4-12,13,14,15 EE 6-12,13,14 


Mm 2. Sy SS 
Fre, (00, — 


SUPER*SOLE 


MAXBOND Men's 8-inch Boot 


© 


UPPER: Black Cordura 

FOOTBED: Removable Polyurethane 
SHANK: Non-metallic 

LAST: 694 

CONSTRUCTION: Direct Attach Welt 


RATING: ASTM F2413-11, M/I/75/C/75, EH 
sizes: D 7-12,13,14,15 EE 6-12,13,14 


PROOF 


NAILSEAT 


Pull-on boots with nailed-on heels that won't pull off, 
even in the toughest work environments. 


Nails cinch over to lock the heel in place. 
Designed for heavy industrial uses. 
Comfortable pull-on styling. 


CTofole mm Kean ant-]aleic-leade|aiale pore) arciaquleadre)am-lave 
igsyalevamja\aiae)alanlsiaiese 


NAILSEAT Men's 11-inch Pull-On Boot 


UPPER: Full Grain, Water-Resistant Brown Boomer Leather 
SHANK: Steel 

LAST: /2 

CONSTRUCTION: Goodyear Leather Welt 


RATING: N/A 
sizes: B 9-12,13,14 C 9-12.13 D 6-12.13, 14,1516 E 7-12.13 EE 7-12.13 
EEE 7-12,13,14 


| R ial HR) Vicor 
Steel Toe Aluminum Toe Non-Metallic Toe 
Puntera de Acero Puntera de Aluminio Puntera No Metalica 


© 


SOLE RESISTANCE CHART 


Dual Density Mini Lug II 


Slip Better 
Oil/Gas Best 
Chemicals Best 
Abrasions Best 
Heat Good 
Non-Marking Yes 




















MADE W/IMPORTED 
IN THE WJ SA MATERIALS 


SOLE RESISTANCE CHART 


Waterproof 
Impermeable 


Dual Density Mini Lug II 


Slip Better 
Oil/Gas Best 
Chemicals Best 
Abrasions Best 
Heat Good 
Non-Marking Yes 




















MADE IN CHINA 





SOLE RESISTANCE CHART 


Vibram® 
Chemigum Cork 
Slip Better 


Oil/Gas Best 
Chemicals Best 
Abrasions Best 
Heat Best 
Non-Marking Yes 




















WHE USA 


Insulated 
Con Aislamiento 


INJEX” 


Flexible and exceptionally tough. 


Great resistance to chemicals and corrosive fluids. 





ST II IANS IIT SFI II IT ET 
POS RP BRA EG ONG RRO BORG OG SRS ED I LOND LI ERG POS BG GS ER 


RED WING INJEX™ Men's 17-inch Pull-On Boot 
59001 & i) =) 




















UPPER: Polyurethane Mini Lug RBR 
FOOTBED: Removable Polyurethane Slip ee 
SHANK: Steel 
LAST: 300 GIN Best 
CONSTRUCTION: Injection Chemicals _ Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH PR Abrasions __ Best 
sizes: D/EE 7-12,13,14,15 Heat Better 
Non-Marking Yes 
INJEX 


MADE W/IMPORTED 
IN THE U SA MATERIALS 























—~—<=_D 
RED WING INJEX™ XPL Men's 17-inch Pull-On Boot 
NEW 59003 59000 SOLE RESISTANCE CHART 
@ Ei Ei Chevron Hexagon 
Available Fall UPPER: Polyurethane 
& 2018 FOOTBED: Removable Polyurethane Slip pect 

SHANK: Steel 

LAST: 300 Oil/Gas Best 

CONSTRUCTION: Injection Chemicals Best 

RATING: (59003) ASTM F2413-11, M//75/C/75, EH aDIaSONS = bese 
(59000) ASTM F2892-11, EH Heat __—— Good = A 

sizes: D/EE 7, 8-12,13,14,15 Non-Marking Yes | 4 

ee INJEX 
JEX INTHE OSS AA Materiacs. 





RED WING INJEX™ XPL Men’s 17-inch Pull-On Boot 
aad 59005 @ O 59002 © & 


UPPER: Polyurethane 


SOLE RESISTANCE CHART 











Chevron Hexagon 
Available Fall 




















9018 FOOTBED: Removable Polyurethane Slip Bes 
SHANK: Steel Oil/G Best 
Last: 300 “se - 
CONSTRUCTION: Injection Chemicals Best 
RATING: (59005) ASTM F2413-11, M/I/75/C/75, EH ADaSION Ss bests 
(59002) ASTM F2892-11, EH Heat _—s—sGood = Fe 
sizes: D/EE 7,8-12,13,14,15 Non-Marking Yes , 
ao _ IN 
oem INTHE OD SSA Natertals 
Puncture Resistant Metatarsal Guard Electrical Hazard Static-Dissipative ) 
Resistente a las Perforaciones MT Protector del Metatarso Peligro Eléctrico Disipador de Estatica Seman ateny CM a 
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BY RED WING SHOES ve ' ae Series : oe : > Adamite Series 
General utilit Lightweight, slip-resistant 
work footwear 





WORX TALUS Men's 6-inch Boot 


SOLE RESISTANCE CHART 
5624 QO 


Rubber ComfortFlex 





UPPER: Full Grain, Waterproof Black Leather 
FOOTBED: Removable Polyurethane 




















. Slip Best 
SHANK: Non-metallic 
LAST: 156 Oil/Gas Best 
CONSTRUCTION: Stitchdown-Cement Chemicals Best 
RATING: ASTM F2413-11, M/I/75/C/75, EH Abrasions__Best 
CARE: Leather Protector, NaturSeal™ Heat Best 
sizes: M 7-12,13,14 WW 8-12.13 14 Non-Marking Yes 


HR® 


MADE IN CAMBODIA 


WORX ADAMITE Men's 6-inch Boot 


SOLE RESISTANCE CHART 
5625 @ © 























; a 
UPPER: Full Grain, Waterproof Black Leather and Abrasion Resistant Nylon meal ea, 
FOOTBED: Removable Polyurethane Slip 26 
SHANK: Steel ile ae 
LAST: 882 ao = 
CONSTRUCTION: Direct Attach Chemicals _ Better 
rating: ASTM F2413-11, M/V/75/C/75, EH Dias OT SREESL 
caRE: Leather Protector, NaturSeal™ Heat Best __ 
SIZES: M 5-12,13,14,15 WW 8-12, 13 14 Non-Marking Yes 
oie HRD 
MADE IN CHINA 
18 Steel Toe Aluminum Toe Non-Metallic Toe 0 Waterproof Insulated 
Puntera de Acero Puntera de Aluminio Puntera No Metalica Impermeable Con Aislamiento 
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embroidery or as heat seal. 







Customized graphics can be applied 
FIT FOR THE TOUGHEST JOBS. | as embroidered patches, direct 


Red Wing workwear provides comfort and confidence 
on dangerous job sites around the globe. Our protective 
garments meet or exceed international standards 

for safety. Plus, we add the Red Wing difference of 
superior construction and rigorous internal testing 

for fit and wear to cover every component of a Red 
Wing garment, from zippers and snaps to thread and 
reflective tape. Our garments are ready to work in the 
toughest environments. 


CUSTOMIZED FOR YOUR COMPANY 


Contact your Red Wing Customize garments to . Your custom 


Reflective striping can be added in 
two widths (25 mm and 50 mm) and 
locations as necessary to comply 
with safety standards or company 
brand standards. 


These customization options can 

be applied in nearly any way you 
choose. If you do not find a style 
you're looking for or features you 
require, please contact your Red Wing 
Global Solutions Expert to discuss 
your options. 


Global Solutions Expert —- your specifications solution delivered 





(Please contact your Red Wing Global Solutions Expert for minimum 
order requirements.) 
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PROTECTIVE WORKWEAR - 


FLASHGUARD® 2206 (6.5 OZ. 
> lash Lightweight and oe ently 
GUARD flame-resistant fabric 


INHERENT FR MODACRYLIC COTTON FABRIC 








FABRIC CODE 11 AND 21* FlashGuard TM is a Red Wing-exclusive flame-resistant fabric. It 
Weight Greige 197 g/m? (5.81 0z./yd2) combines innovative tencel fibers that are comfortable and color-fast, 
Finished 220 g/m? (6.5 0z./yd’) with modacrylic fibers that give the fabric its flame-resistant properties. 


Altogther the proprietary blend creates a superior fabric that is inherently 












Blend 48% Tencel, 39% Modacrylic, flame-resistant, lightweight and comfortable. 
12% Aramid, 1% Carbon, Inherent 
Weave Twill 2/1 FEATURES 
COMPLIANCE ° FlashGuard ™M fabric provides comfort, breathability and flexibility, 
along with the superior strength and durability of synthetic 
Heat and EN ISO 11612 Al + A2, Bl, Gl (acrylic) fibers. 
Flame (single layer) and Al + A2, B2, C2, F2 
(multi-layer) insulated garments ° Absorbs moisture and transfers it away from the body, keeping the 
. wearer dry and comfortable 
Serle a aed us ee e Extremely lightweight, performs well in a variety of climates, and is 
Electric Arc IEC 61482-2, Class 1 particularly well-suited for hot and humid conditions 
Flash 
CAT2 FLAME-RESISTANT PROPERTIES 
Anti-static EN 1149-5 e When exposed to flash flame, FlashGuard T™™ fabric fibers carbonize 
a and will not melt or drip, forming a barrier to minimize burns to the 
WASH AND CARE wearer's skin 
Standard home, commercial and industrial laundering Is > Inherently flame-resistant, with FR properties that last throughout the 
appropriate. When laundering instructions are followed, fabric’s lifetime, regardless of washing frequency 
shrinking tolerance is typically 1-3%. 
Machine wash normal PERFORMANCE 
Unlined: max 60° C / 140° F ; 
Insulated: max 40° C/ 104° F HE ali Le 
(lavoa(Te Taro at-x-Yem-Varemal-tol.4) 
LHX Do not bleach 
ea Iron medium heat: — nvalicioe nso! 
max 150° C / 300° F No Burn 


(P) Dry clean: any solvent 

except trichloroethylene 
Tumble dry normal: 

low heat 
Do not use cleaning agents containing organic 
soap, chlorine bleach, hydrogen peroxide or any 
bleaching agent. 
Do not use softeners or starch. 


Total 2nd Degree Burn 
3rd Degree Burn (body) 
3rd Degree Burn (head/neck) 


& Total Burn Area excluding head/neck not covered 
by fabric: 6.56% 





a 3rd Degree Burn Area excluding head/neck not 
covered by fabric: 0.00% 


Test conducted with Red Wing 601 Series Coverall. 


Test conducted by the Textile Protection and Comfort Center 
College of Textiles, North Carolina State University Raleigh, 
North Carolina, USA. 


*Garments manufactured with FlashGuard 
Fabric Code 21 will be manufactured using 
brass zips and FR thread to comply with 
NFPA 2112 Whole Garment Certification. 





TREATED COTTON FR FABRIC 


DALETEC® 2506 (7.5 OZ.) 


Comfortable, engineered flame-resistant fabric 


FABRIC CODE 10 AND 20* 


Weight 


Blend 


Weave 


COMPLIANCE 


Heat and 
Flame 


Flashfire 
Electric Arc 


Flash 


Oeko-Tex® 


STANDARD 
COLORS 


WASH AND CARE 


Greige 235 g/m? (6.93 oz./yd’) 
Finished 250 g/m? (7.5 oz./yd*) 


100% Cotton, THPC Treated 
Twill 2/1 


EN ISO 11612 Al + A2, B1, Cl 
(single layer) and Al + A2, B2, C2, F2 
(multi-layer) insulated garments 


NFPA 2112 UL Recognized Component 
IEC 61482-2, Class 1 


CAT2 


Oeko-Tex® Standard 100 sets 

limits for maximum content of 
formaldehyde, pesticides, PCBs, 
heavy metals, azo dye, arylamine 
flame-retarding agents, phthalates, 
volatile organic substances, biocides 
and other substances. 


MH Orange (57) 

MM Red (55) 

MM Navy Blue (53) 

MH Royal Blue (54) 

MB Tan (51) 

MH Light Gray (76) 

Please confirm availability with your 
Red Wing representative. Special 
order colors available upon request. 


Standard home, commercial and industrial laundering is 
appropriate. When laundering instructions are followed, 
shrinking tolerance Is typically 3-5%. 
Machine wash normal 

Unlined: max 60° C / 140° F 

Insulated: max 40° C/ 104° F 
#*~ Do not bleach 


fal lron medium heat: 
max 150° C / 300° F 
(P) Dry clean: any solvent 


except trichloroethylene 
Tumble dry normal: 

low heat 
Do not use cleaning agents containing organic 
soap, chlorine bleach, hydrogen peroxide or any 


bleaching agent. 


Do not use softeners or starch. 
Do not use acids or sour rinse. 


Daletec® flame-resistant fabric is strong, yet comfortable and it offers 
the easy-wearing properties of cotton. 


FEATURES 


¢ Made of cotton, Daletec fabric is soft, pliable and can be comfortably 
worn directly against the skin. 


° Due to its molecular structure, cotton is warmer in cold weather and 
cooler in hot weather than many synthetic fabrics. 


e Cotton fibers are spun to maximize fabric strength and durability. 


e Like other natural fabrics, Daletec fabric absorbs and transfers 
moisture away from the body to keep the wearer dry and comfortable. 


e Lightweight and breathable, Daletec fabric performs well in a 
variety of climate applications. It is especially well-suited for hot 
or humid applications. 


FLAME-RESISTANT PROPERTIES 


e Daletec fabric provides protection against accidental flash fires and 
heat. It is engineered not to ignite, melt, drip or expose the skin of 
the wearer. 


e Flame-resistant characteristics last throughout the Daletec fabric’s 
lifetime, regardless of washing frequency when care instructions 
are followed. 


PERFORMANCE 


8.20% * 


Total Burn Area 
CTatoa(tTe faves ay-t-emr-Vate Mat-tel.¢ 


= 
i No Burn 


Total 2nd Degree Burn 
3rd Degree Burn (body) 
3rd Degree Burn (head/neck] 


* Total Burn Area excluding head/neck not covered 
by fabric: 1.64% 


Invalid Sensor 
















sg 3rd Degree Burn Area excluding head/neck not 
covered by fabric: 0.00% 


Test conducted with Red Wing 601 Series Coverall. 


Test conducted by the Textile Protection and Comfort Center 
College of Textiles, North Carolina State University Raleigh, 
North Carolina, USA. 


*Garments manufactured with Daletec® Fabric Code 20, will be manufactured using 
brass zips and FR thread to comply with NFPA 2112 Whole Garment Certification. 





YVIMAYOM AAILIAFLOYd { 


redwingsafety.com 21 


22 


PROTECTIVE WORKWEAR { 


COTTON 





NON-TREATED COTTON FABRIC 
FABRIC CODE 40 


Weight Finished 200 g/m? (6 oz./yd?) 
Blend 100% Cotton 
Weave Twill 


FABRIC CODE 50 


Weight Finished 270 g/m? (8 oz./yd’) 
Blend 100% Cotton 

Weave Twill 

COMPLIANCE 


Oeko-Tex® Oeko-Tex® Standard 100 sets 
limits for maximum content of 
formaldehyde, pesticides, PCBs, 
heavy metals, azo dye, arylamine 
flame-retarding agents, phthalates, 
volatile organic substances, 
biocides and other substances. 


WASH AND CARE 


Standard home, commercial and industrial laundering 
is appropriate. Cotton is a natural fabric and will shrink 
over time. When laundering instructions are followed, 
Shrinking tolerance is typically 3-5%. 
Machine wash normal 

Unlined: max 60° C / 140° F 

Insulated: max 40° C/ 104° F 


X%& Do not bleach 


(eal lron medium heat: 
max 150° C / 300° F 
(P) Dry clean: any solvent 


except trichloroethylene 
Tumble dry normal: 

low heat 
Do not use cleaning agents containing organic 
soap, chlorine bleach, hydrogen peroxide or any 
bleaching agent. 
Do not use softeners or starch. 


LIGHTWEIGHT COTTON 2006 (6 OZ.) AND 
MIDWEIGHT COTTON 2706 (8 02.) 


Red Wing industrial workwear garments made from 100% cotton deliver 
comfort and confidence for workers across the globe. These versatile and 
durable products meet our high standards for superior construction, and 
are rigorously tested for fit, wear and comfort. With the wearer's needs 
always our top concern, each garment is designed to meet a specific 
task. We understand that superior comfort is a necessity. 


FEATURES 


© Soft, lightweight and pliable, cotton fabric can be comfortably worn 
directly against the skin. 


e Extremely versatile, cotton adds warmth in cold weather and 
also breathes and feels cooler than many synthetic fabrics in 
warm conditions. 


e As a natural fabric, cotton has the ability to attract moisture 
and transfer it away from the body, keeping the wearer dry 
and comfortable. 


e Predictably durable, cotton offers good wear and performance. 


© Lightweight and breathable, 200 g (6 oz.) cotton fabric performs well 
in a variety of conditions and Is particularly well-suited for use in hot 
or humid climates. 


© Midweight and breathable, 8 oz. (270 g) cotton fabric performs well 
in a variety of conditions and is particularly well-suited for use in 
temperate climates. 


Men's FR Coverall Series 


616 


Description 


This coverall has a great look and fit. It features five 
pockets and YKK® non-sparking zips throughout. Major 
seams are triple-stitched, with stress points bar-tacked 
for added strength. 50 mm (2") reflective FR striping 
ensures high visibility for safety. 













PRODUCT NUMBER 61610 61620 | 


FABRIC MATERIAL 


Daletec® e e 
FABRIC WEIGHT 
LOE ZS e e 
FABRIC COLOR* COLOR CODE 

Orange ® ® 
Red @ © 

Navy Blue ® 
Light Gray e e 


COMPLIANCE 


FLAME RESISTANT ad 





EN ISO 11612 ® 
NFPA 2112 UL Recognized Component e e 
NFPA 2112 Whole Garment Certified ° Shoulder pleats maximize 
Flectric Arc Flash range of movement, ensuring 
(IEC 61482-2, Class 1) : wearers are able to move 
PERFORMANCE FEATURES around with more flexibility 
CAT? z z and comfort on the job. 
SIZES | 
Regular 32-70 | ° 
Tall 32-70 | ° 


Features 


(A) Concealed two-way, black high density polyester coil zip with press stud closure 
(heavy-duty brass zip on NFPA 2112 Whole Garment Certified styles) 


(B) Shoulder pleats for freedom of movement and comfort 





(C) Two radio loops 


(D) | Twochest pockets, one with concealed polyester coil zip (right) (brass zip on NFPA 
2112 Whole Garment Certified styles), one with storm flap and opening for a pen 
(left) 


(E) Two side pockets with hidden exterior-to-interior access and press stud closure 
(F) Back pocket 

(G) Concealed press studs throughout 

(H) 2" (50mm) wide reflective FR striping around arms, legs and over the shoulders 


Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 


Menss FR Coverall 


61121 


Description 


This updated classic coverall provides optimal comfort, mobility and 
functionality, plus excellent badging flexibility. It features eight pockets and 
YKK® non-sparking zips throughout. Press studs are covered on the inside, so 
nothing but soft protective material comes in contact with your skin. Major 
seams are double-stitched, with stress points bar-tacked for added strength. 
50mm (2") reflective FR striping ensures high visibility for safety. 














PRODUCT NUMBER 
FABRIC MATERIAL 


Red Wing FlashGuard® TM e 
FABRIC WEIGHT 
6.5 oz / 220g e 
FABRIC COLOR* COLOR CODE 
Red e 
Navy Blue e 


COMPLIANCE 
FLAME RESISTANT 
EN ISO 11612 


NFPA 2112 UL Recognized Component e 
NFPA 2112 Whole Garment Certified e 
Electric Arc Flash e 
(IEG 61482-2 Class 1} 
Anti-static (EN 1149-5) e 
PERFORMANCE FEATURES 
CAT2 e 
SIZES 
Regular 32-70 e 
Tall 32-70 e 
Features 


(A) Concealed two-way, heavy-duty brass zip with press stud closure 





(B) Twochest pockets with concealed zip closure 

(C) Left sleeve pocket with pen pocket divider, small flap with hook-and-loop closure 
(D) Tworadio loops at shoulders 

(E) Shoulder pleats for freedom of movement and comfort 





(F) Two side pockets with hidden exterior-to-interior access and press stud closure 
(G) Two back pockets, right side with flap 

(H) — Tool pocket on right leg 

(1) | Concealed press studs on cuffs and ankle openings 

(J) 50mm (2") wide reflective FR striping around arms, legs and over the shoulders 





* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's and Women's FR and Non-FR Coverall Series 


711/811 


Description 


This coverall has a classic look and a great fit. It features eight pockets and 
YKK® non-sparking zips throughout. Press studs are covered on the inside, so 
nothing but soft protective material comes in contact with your skin. Major 
seams are double-stitched and stress points are bar-tacked for strength. 


PRODUCT Lee mio | 721 | 71140; 
NUMBER WOMEN’S 811 — 81140 


FABRIC MATERIAL 
Red Wing FlashGuard® TM e 
Daletec® e 
100% Cotton e e 
FABRIC WEIGHT 
6 oz/ 200g e e 
6.5 0z / 220g e 
EOL) 20 e 
FABRIC COLOR* COLOR CODE 













Orange 
Royal Blue 
Graphite Gray 
Light Gray 
COMPLIANCE 
FLAME RESISTANT 
EN ISO 11612 
NFPA 2112 UL Recognized Component 


NFPA 2112 Whole Garment Certified 


Electric Arc Flash 
(IEC 61482-2, Class 1) 


Anti-static (EN 1149-5) 
PERFORMANCE FEATURES 
CAT2 
SIZES 
Short 32-70 |e 
Regular 32-70 | 
Tall 32-70 | 
Extra Tall 32-70 | 
Women's 81140 Regular 4-18 | 


Features 


(A) Concealed two-way, black high density polyester coil zips with press stud 
closure (heavy-duty brass zip on NFPA 2112 Whole Garment Certified styles) 


(B) Twochest pockets with concealed zip closure 
(C) Darts (Women’s Only) 


(D) Left sleeve pocket with pen pocket divider, small flap with hook-and-loop 
closure 


(E) Action back pleats for freedom of movement and comfort 

(F) Elasticized waistband 

(G) Two side pockets with hidden exterior-to-interior access and press stud closure 
(H) Two back pockets, right side with flap 

(I) Knee pad pockets (knee pads (69085 pg 44) sold separately) 

(J) Ruler and tool pocket on right leg 





(K) Concealed press studs on cuffs and ankle openings 


(L) 1" (25mm) wide reflective FR striping (non-FR on 71140, 81140) on arms, legs 
& over the shoulders 
Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 25 


Mens FR Coverall 


61821 


Description 


Deluxe lightweight, vented coverall features a great fit and YAK® non-sparking 
zips throughout. Features nine pockets, including a cargo pocket on the left leg. 
Press studs are covered on the inside, so nothing but soft protective material 
comes in contact with your skin. Major seams are double-stitched and stress 
points are bar-tacked for strength. 





PRODUCT NUMBER 
















FABRIC MATERIAL 

Red Wing FlashGuard® TM e 

FABRIC WEIGHT : 
6.5 oz / 220g e 

FABRIC COLOR* COLOR CODE 

Orange e 
Red e 
Royal Blue e 


Loops on shoulders for radio 





COMPLIANCE ahead 
FLAME RESISTANT 
EN ISO 11612 
NFPA 2112 UL Recognized Component ® 
NFPA 2112 Whole Garment Certified e 
Electric Arc Flash 
(IEC 61482-2 Class 1) 
Anti-static (EN 1149-5) e 
PERFORMANCE FEATURES 
CAT2 e 
SIZES 
Regular 32-70 e 
Tall 32-70 : Flexible vented cooling system 
Features 


(A) Concealed two-way, heavy-duty brass zip with press stud closure 

(B) Twochest pockets with concealed zip closure 

(C) Left sleeve pocket with pen pocket divider, small flap with hook-and-loop closure 
(D) Two radio loops 


(E) Knitted, flexible FR fabric under arms and in back pleats for ventilation and 
freedom of movement 


(F) Elasticized waistband 

(G) Two back pockets, right side with flap 

(H) Two side pockets with hidden exterior-to-interior access and press stud closure 
(I) | Cargo pocket with separate mobile phone and pen pocket on left leg 

(J) Ruler and tool pocket on right leg 

(K) Concealed press studs on cuffs and ankle openings 

(L) 2" (50mm) wide reflective FR striping around arms, legs and over the shoulders 


* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 








Womens FR Coverall 


3921 










Description 


Deluxe women’s coverall features many sizes for a great fit. It features YAK® non- 
Sparking zips throughout. Press studs are covered on the inside, so nothing but 
soft protective material comes in contact with your skin. Two-way zippers offer 
convenient rear opening. Major seams are double-stitched and stress points are 
bar-tacked for strength. 


PRODUCT NUMBER 
FABRIC MATERIAL 


Red Wing FlashGuard® TM e 
FABRIC WEIGHT 
6.5 0z / 220g e 


FABRIC COLOR* COLOR CODE 


COMPLIANCE 





FLAME RESISTANT 
EN ISO 11612 |e 
NFPA 2112 UL Recognized Component | e 
NFPA 2112 Whole Garment Certified | 
Electric Arc Flash A 
(EG 61482=? Class I} 
Anti-static (EN 1149-5) | 
PERFORMANCE FEATURES | 
CAT2 |e 
SIZES 
Regular 4-20 ° 


Convenient rear opening 


Features 

(A) Concealed two-way, heavy-duty brass zip with press stud closure 

(B) Twochest pockets with concealed zip closure 

(C) Darts 

(D) Left sleeve pocket with pen pocket divider, small flap with hook-and-loop closure 
(E) Action back pleats for freedom of movement and comfort 

(F) Elasticized waistband 

(G) Two side pockets with hidden exterior-to-interior access and press stud closure 
(H) Drop seat zipper 

(1) Knee pad pockets (knee pads (69085 pg 44) sold separately) 

(J) Double tool pocket on right leg 

(K) Cargo pocket with flap on left leg 

(L) | Concealed press studs on cuffs and ankle openings 

(M) 1" (25mm) wide reflective FR striping on arms, legs & over the shoulders 


Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 
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Men's FR Shirt Series 


663 


Description 


This comfortable workshirt features an extra long body, 
button pockets and button-down front. Action back 
pleats for freedom of movement and comfort. Shirt tail 
hem bottom stays tucked in. 


PRODUCT NUMBER 66320 66321 | 






FABRIC MATERIAL 








Red Wing FlashGuard® TM e 

Daletec® ° 

FABRIC WEIGHT 

6.5 0z / 220g e 

WD OV! Zoe e 

FABRIC COLOR* 

Royal Blue e e 
Navy Blue & 
Light Gray 0 : 


COMPLIANCE 


FLAME RESISTANT 





EN ISO 11612 | ° : 
NFPA 2112 UL Recognized Component | e ® 
NFPA 2112 Whole Garment Certified | ° 
Electric Arc Flash z i 
(IEC 61482-2 Class 1) 
Anti-static (EN 1149-5) | ; 
PERFORMANCE FEATURES | 
CAT2 | ° : 
SIZES 
e e 


Regular S-4XL 





Action back pleats for freedom of 
movement and comfort 


Features 


(A) Front button closure 


(B) Action back pleats for freedom of movement 
and comfort 


(C) Twochest pockets with button-down flaps 
(D) Button cuffs 





28 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's and Women's FR and Non-FR Shirt Series 


163/863 


Description 


This comfortable work shirt features an extra long body, 
button-down pockets and front placket. Front and back 
yoke styling for a classic look. Major seams are double- 
stitched and bar-tacked for strength. 


PRODUCT MEN'S 763 76321 | 76340 


NUMBER WOMEN'S 863 





FABRIC MATERIAL 
Red Wing FlashGuard® TM 
100% Cotton 
FABRIC WEIGHT 
6 oz/ 200g 
6.5 0z / 220g 
FABRIC COLOR* COLOR CODE 












Royal Blue 
Graphite Gray 


Light Gray 
COMPLIANCE 
FLAME RESISTANT 
EN ISO 11612 
NFPA 2112 UL Recognized Component 


NFPA 2112 Whole Garment Certified 


Electric Arc Flash 
(IEC 61482-2, Class 1) 


Anti-static (EN 1149-5) 
PERFORMANCE FEATURES 







CAT2 e 
SIZES 
Men’s 763 Regular S-6XL e e 
Men’s 763 Tall S-6XL e e 


Women’s 863 Regular XS-2XL 





Features 

(A) Front button closure 

(B) Twochest pockets with button-down flaps 
(C) Sleeve pocket for mobile phone and pen 
(D) Button cuffs 

(E) Darts (863 Women’s) 


(F) 1" (25mm) wide reflective striping around arms and over 
the shoulders 


Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 29 


Men's FR Jeans 


66939 


Description 


These rugged, flame-resistant dark stonewash 
denims offer classic 5-pocket jeans styling. 
Features heavy duty, YKK® zipper, and all stress 
points are bar-tacked for added strength. 


PRODUCT NUMBER 






FABRIC MATERIAL 








Westex”™ Indura® 
FABRIC WEIGHT 


14 0z/ 474g 


FABRIC COLOR* 
Navy Blue e 
COMPLIANCE 
EN ISO 11612 e 
NFPA 2112 UL Recognized Component 
PERFORMANCE FEATURES 
CAT2 
SIZES 
30-36 Inseam x 28-50 Waist 


Features 

(A) Brass button-front fly with YKK® zipper 

(B) Two rear patch pockets 

(C) Two deep side slash pockets, one coin pocket 
(D) Leather Red Wing logo patch on back waistband 





30 * Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR and Non-FR Trouser Series 


761 


Description 


These jeans-cut work trousers feature a non-sparking YKK® 

zip and durable 2" belt loops on front and back of waistband. 
Major seams are double- or triple-stitched and stress points are 
bar-tacked for strength. 


PRODUCT NUMBER 76120 | 76121 | 76150 






FABRIC MATERIAL 
Red Wing FlashGuard® TM 
Daletec® 

100% Cotton 
FABRIC WEIGHT 
6.5 0z / 220g 
1 OZ) ZV 

8 oz / 2/0¢ 


FABRIC COLOR* 
Royal Blue ® e e 
Graphite Gray e 
Light Gray : 0 










COMPLIANCE 





FLAME RESISTANT 


EN ISO 11612 |e ° 
NFPA 2112 UL Recognized Component | e e 
NFPA 2112 Whole Garment Certified | ° 
Electric Arc Flash A : 
(IEC 61482-2 Class 1) 
Anti-static (EN 1149-5) | ° 
PERFORMANCE FEATURES | 
CAT2 | ° 
SIZES 
30-36 Inseam x 28-50 Waist ® ® © 


Features 

(A) — Two deep side slash pockets, one coin pocket 

(B) Two back pockets, right side with flap 

(C) Cargo pocket with mobile phone and pen pocket on left leg 
(D) Ruler and tool pocket on right leg 

(E) Knee pad pockets (knee pads (69085 pg 44) sold separately) 


(F) 1" (25mm) wide reflective striping around legs 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 31 


Be 


Womens Non-FR Trousers 


86150 


Description 


These 5-pocket, jeans-cut work trousers are 
designed for women to ensure a great fit. They 
feature a non-sparking YKK® zip and durable 
2" belt loops on front and back of waistband. 
Major seams are triple-stitched and stress 
points are bar-tacked for strength. 


100% Cotton e 
FABRIC WEIGHT 
8 0z/ 2/0¢ e 
FABRIC COLOR* COLOR CODE 
Royal Blue 4 e 
Graphite Gray e 
SIZES 
Regular 4-20 e 
Features 
(A) — Two deep side slash pockets, one coin pocket 
(B) Two back pockets, right side with flap 
(C) Cargo pocket with mobile phone and pen 
pocket on left leg 
(D) Ruler and tool pocket on right leg 
(E) Knee pad pockets (knee pads (69085 pg 44) 
sold separately) 
(F) 1" (25mm) wide reflective striping around legs 


PRODUCT NUMBER 86150 
FABRIC MATERIAL 





* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's and Women's FR and Non-FR Lab Coat Series 


128/828 


Description 

















Long sleeve lab coat. Women’s has stylish darts for a better fit. Stress points 
reinforced with bar-tacks. Pinch pleated back and rear vent for freedom of 
movement and comfort. 


PRODUCT mews 725 | 72821] | 72840) 





FABRIC MATERIAL 


Red Wing FlashGuard® TM e e 
100% Cotton e e 
FABRIC WEIGHT 
6 oz/ 200g e e 
Gonz 2208 ® e 


FABRIC COLOR* COLOR CODE 


Royal Blue 54 e e e e 





Regular S-6XL 
Women's 828 Regular XS-2XL 


COMPLIANCE 
ee 
EN ISO 11612 |e 
NFPA 2112 UL Recognized Component | e e 
NFPA 2112 Whole Garment Certified | ° 
Electric Arc Flash 5 A 
(EG 6148222 Glass Il) 
Anti-static (EN 1149-5) |e ° 
PERFORMANCE FEATURES | 
CAT2 |e ° 
SIZES | 
| 
| 


Features 
(A) Concealed press studs front closure 
(B) Three patch pockets 


(C) Left sleeve pocket with pen pocket divider, small flap 
with hook-and-loop closure 


(D) Darts (Women’s) 
(E) Waist belt (Women’s) Waist belt (women’s) 


Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 33 


Men's FR Henley and Hoodie 


76971/76570 


76571 Henley Description 


Comfortable FR interlock cotton work shirt with 3-button 
front placket. Features chest pocket and rib-knit collar 
and cuffs. Tail hem is longer in the back. 


Features 

(A) — Rib-knit collar 

(B) Front button closure 
(C) One chest pocket 
(D) Knitted cuffs 

















PRODUCT NUMBER 76570 
FABRIC MATERIAL 
100% Cotton 
FABRIC WEIGHT 
6.5 oz / 220g 

12 oz / 400g 
FABRIC COLOR* COLOR CODE 
Navy Blue 


Tan 
COMPLIANCE 


FLAME RESISTANT [aie 


NFPA 2112 Whole Garment Certified 


PERFORMANCE FEATURES 
CAT2 ® ® 
SIZES | 
Regular S-4XL |e ° 
Tall S-4XL | ° 


76570 Hoodie Description 


Roomy work sweatshirt with a large front pocket and 
an adjustable drawstring hood. Stress points are bar- 
tacked for strength. 


Features 

(A) Permanent hood with draw cords 
(B) One front pocket 

(C) Knitted cuffs 

(D) Rib-knit waistband 





* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR Winter Bib ‘N’ Brace 


16837 


Description 


This heavy-duty winter bib ‘n’ brace has a comfortable 
FR cotton lining and is fully insulated with 150g 3M™ 
Thinsulate™ Insulation. Features include elasticized, 
adjustable braces with a buckle closure and heavy-duty 
stitching with bar-tacked stress points for strength. 2" 
(50mm) reflective FR striping applied for better visibility 
and safety. 


PRODUCT NUMBER 












FABRIC MATERIAL 


Daletec® ° 
FABRIC WEIGHT Thinsulate 
7.50z/ 250g 6 ye 
FABRIC COLOR* COLOR CODE lx) Insulated 


Royal Blue 54 e 
COMPLIANCE 
FLAME RESISTANT 
EN ISO 11612 


NFPA 2112 UL Recognized Component 


Electric Arc Flash 
(IEC 61482-2, Class 1) 


PERFORMANCE FEATURES 
3M™ Thinsulate” Insulation 
Wind & Water Repellency 
SIZES | 
Regular S-4XL | 


Features 


(A) Concealed two-way, black high-density polyester coil 
zips with storm flap and hook-and-loop closure 


(B) Twochest pockets with hook-and-loop flap closure 

(C) Elasticized waistband with belt loops 

(D) Two back pockets 

(E) Roomy front leg pockets with hook-and-loop flap closure 
(F) Tool pocket on right leg 

(G) Full-length concealed leg zipper for easy access 

(H) 2" (50mm) wide FR reflective striping around legs 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 35 
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Men's FR Winter Parka and Jacket 


76835 / 76836 


76835 Description 


This roomy winter parka has a comfortable FR cotton 
lining and is fully insulated with 150g 3M™ Thinsulate™ 
insulation. It includes YKK® hardwearing, non-sparking 
zip. It features knitted storm cuffs in the sleeves and 
draw cords at waist and at the bottom of the jacket for 
a snug fit. 2" (50mm) reflective FR striping applied for 
better visibility and safety. 


Features 


(A) Concealed two-way, black high-density polyester coil 
zips with storm flap and hook-and-loop closure 


(B) High collar 


(C) Concealed zipper in collar for hood (sold separately, 
Series 698) 


(D) | Hand-warmer pockets on chest 
(E) — Two side pockets with flap closure 


PRODUCT NUMBER 













FABRIC MATERIAL 


Daletec® e e 
FABRIC WEIGHT 
ISO 208 © e 
FABRIC COLOR* COLOR CODE 
Royal Blue 54 e e 


COMPLIANCE 


FLAME RESISTANT pi 


EN ISO 11612 e 
NFPA 2112 UL Recognized Component ® e 
Electric Arc Flash i: Fe 

(IEC 61482-2 Class 1) 

PERFORMANCE FEATURES 
3M™ Thinsulate™ Insulation ® e 
Wind & Water Repellency ® e 

SIZES | 

Regular S-4XL | ° 


76836 Description 


This roomy work jacket offers a heavy-duty, concealed 
front zip and is fully insulated with 100g 3M™ 
Thinsulate™ insulation. Major seams are double- 
stitched and stress points are bar-tacked for strength. 
2” (50mm) reflective FR striping applied for better 
visibility and safety. 


Features 


(A) Concealed one-way, black high-density polyester coil 
zips with storm flap and brass snap closure 


(B) High collar 

(C) Inside chest pockets with flaps 

(D) Chest pocket with zip closure 

(E) Two side pockets and additional hand warmer pockets 
(F) Adjustable cuffs 


* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


3M 
Thinsulate 


INSULATION 


150 gram 


\xs) Insulated 


3M 
Thinsulate 


INSULATION 


100 gram 


les) Insulated 


‘soeh enone 






Men's Softshell Jacket 


69007 


Description 


This functional softshell jacket is water- 
resistant and fully-lined for warmth. 


PRODUCT NUMBER 69007 


FABRIC MATERIAL | 
93% Polyester//% Spandex | e 





FABRIC COLOR* COLOR CODE 
Red/Black 62 ° 
SIZES | 
Regular S - 4XL |e 
Tall S-4XL | 


Features 

(A) — Full length zip closure 

(B) High collar 

(C) Sleeve pocket with zip closure 

(D) Chest pocket with zip closure 

(E) Two side pockets with zip closure 
(F) Elasticized cuffs with thumb holder 
(G) Draw cords at waist 








Flastic cuffs with thumb holder Embroidered “Red Wing” detail 
on back 








Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 37 
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Men's Winter Softshell Jacket 


69006 


Description 


This 3-layer softshell jacket features a 
polyester/spandex outer shell with a TPU 
membrane. The polyester lining includes 
polyester insulation and a snow/wind skirt. 


6PRODUCT NUMBER 69006 





FABRIC MATERIAL | 





93% Polyester//% Spandex | e 
FABRIC COLOR* COLOR CODE 
Black e 
PERFORMANCE FEATURES 
Polyester Fiberfill |e 
SIZES | 
Regular S-4XL |e 
Tall S-AXL | 
Features 
(A) — Full length zip closure 
(B) — Fleece-lined high collar 
(C) Detachable/adjustable fleece-lined hood 
(D) Waterproof phone pocket on the chest 
(E) Zipper opening for under arm ventilation 
(F) Side pockets with zip closure 
(G) Adjustable storm cuffs and thumb holder 
at sleeves 
(H) Draw cords at bottom of jacket 








Detachable/adjustable hood 





Concealed front zip with storm flap Adjustable cuffs with thumb holder Interior zipper pockets 


* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 


Men's FR Base Layer 


69004/69008 


Description 


This high-performance EN ISO 11612 certified, 
flame-resistant underwear has a long-sleeve 

Shirt with % zip turtleneck. When used in 
combination with flame-resistant exterior 
garments, it greatly enhances protection. 
























PRODUCT Se ae 69004 
NUMBER TROUSERS 69008 
FABRIC MATERIAL 


60% Modacrylic/3/% Cotton/ 
3% Carbon 


FABRIC WEIGHT 

7 oz / 235g 

FABRIC COLOR* COLOR CODE 
Black 
COMPLIANCE 
FLAME RESISTANT 
EN ISO 11612 
Anti-static (EN 1149-5) 
SIZES | 

Regular S-4XL | 





Features 

(A) zip turtleneck on shirt 
(B) Knitted cuffs 

(C) Elasticized waistband 


SJLa 


CHEST INCH / CM EQUIVALENT 
(D) Knitted cuffs at ankle S | 36 "39" avian 
M | 38-42". 97-107 em 
L | 42"-46" 107-117 em 
XL | 46"-50" 117-127 em 
XXL = | = 50"-54" 127-137 em 
XL | 54"-58" 137-147 em 
AXL | 58"-62". 147-157 cm 
WAIST INCH / CM EQUIVALENT 
S oUF 76-84 cm 
M 34" 84-92 cm 
L 38" 92-100 cm 
XL 42" 100-108 cm 
2XL 46" 108-116 cm 
3XL 50" 116-124 em 
AXL a! 124-132 em 
HEIGHT INCH / CM EQUIVALENT 
Regular Up tOOe ks up to 185 cm 





Customized garments and PPE programs are available. Call us for more information. redwingsafety.com 





Men's FR Rainwear 


69184/65187 





















Description 


Polyurethane coated material with high frequency welded 
seams makes this rainwear wind- and waterproof. The 
jacket and bib ‘n' brace are both designed to fit over 
clothes and is comfortable, noiseless, highly tear- and 
flame-resistant. 


Features 


(A) Concealed one-way zip with snap closure and 
storm flap 


(B) Concealed hood tucks into collar 

(C) Waterproof phone pocket on the chest 

(D) One inside pocket with hook and loop closure 

(E) Two front inset pockets with concealed snap closure 
(F) Adjustable cords at bottom with cord stoppers 


(G) 2" (50mm) wide reflective FR striping around arms, body 
and over the shoulders 





Features 
(A) Adjustable brace 


PRODUCT NUMBER ; ; 
(B) Adjustable ankle openings 






FABRIC MATERIAL 
65% Polyester/35% Polyurethane 










(€) 2" (50mm) wide reflective FR striping around legs 


Coated i ° 
FABRIC WEIGHT 
7 0z/ 240g e e 
FABRIC COLOR* COLOR CODE 
Hi-Vis Orange e e 





COMPLIANCE 


FLAME RESISTANT Sy 










EN ISO 14116* e 
Anti-static (EN 1149-5) e e 
High Visibility (EN ISO 20471: Class 1) e 
High Visibility (EN ISO 20471: Class 3) e 
Rain Protection (EN 343: Water 
Resistant-Level 3, Water Vapor e e 
Resistant-Level 1) 
PERFORMANCE FEATURES 
Windproof e e 
* EN ISO 14116:2015 Protective clothing against heat and limited flame spread materials, material 
SIZES | assemblies and clothing. Garments are labeled with a performance index (1, 2, or 3). Index 1 garments 
SAX] | a i can only be used over Index 2 or 3 material and cannot be used next to skin. Garments labeled as EN 


ISO 14116:2015 are intended to protect against occasional and brief contact with small igniting flames 
in circumstances where there is no other significant heat hazard. If protection against heat hazards is 
necessary, then garments certified to EN ISO 11612 should be worn. 


* Printing limitations prevent exact fabric and color representations. Please contact your Red Wing supplier for fabric and color samples. 
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% 
7 <s 
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HIGH VISIBILITY | STANDARD MESH SAFETY VEST HIGH VISIBILITY | TWO-TONE MESH SAFETY VEST 


95102: Orange 95103: Lime = 95104: Orange 95105: Lime 
FABRIC Breathable ANSI-compliant FABRIC Breathable ANSI-compliant 
oo 





polyester mesh fabric (3.30z) polyester mesh fabric (3.302) 


MATERIAL 2" ANSI-compliant MATERIAL 2" ANSI-compliant 
reflective material reflective material 


POCKETS wo outside front flap pockets Reflective material set on 4.5" 
= One inside pocket rd contrasting color background 

CLOSURE Hook & loop front closure ~ POCKETS One inside pocket 

sizes —S/M, L/XL, 2XL/3XL CLOSURE Zipper closure 

UNITS Each SIZES S/M, L/XL, 2XL/3XL 

Made in [China | ees es «(UNITS Each 





Red Wing tag located Red Wing tag located 
on the back of vest on the back of vest 


VEST SIZE CHART 
Gear will be more effective Vest Size | Small / Medium Large / XLarge 2XLarge / 3XLarge 


MEMO SPRATT ee Weems 36-44in (91-112cm) | 44-52in (112-132cm) | 52-58in (132-147cm) 
sizes are chosen. 





redwingsafety.com 4] 





OAFETY GLASSES 





LENSES BASIC STANDARDS STANDARDS BY APPLICATION 
- Made from purity optical grade/ - ANSI 287.1 EN 170 Ultraviolet filters 
Polycarbonate - ENL66 1 FT NK EN 172 Solar protection filters for industrial use 


- Absorbs 99.9% harmful UV light FRAME 


- Curved lenses offer fit with 


Mechanical Strength (F]: Low energy impact 45 m/s 
unlimited wrap around protection 


LENS 

(K): Resistance to surface damage by fine particles 
[optional] 

(N): Reistance to fogging (optional) 

(T): The letter T, immediately after the mechanical 
strength symbol, authorizes use for high speed 
particles at extreme temperatures 


SAFETY GLASSES (FEATHERLIGHT) SAFETY GLASSES (ALL PURPOSE) 








J 
= fi i | \ 
Leal > _ \ 
— Y 
ti; ' 
y ANSI Z87.1 ANSI Z87.1 
EN 166 FT NK EN 166 FT NK 
EN 170 EN 170 
EN 172 
95212 CL: Clear me 95213 CL: Clear 
Incredibly lightweight, resilient and durable ADDITIONAL = Meets or exceeds ballistic fragmentation impact 
FEATURES Featherlight - weighs only 16 grams STANDARDS _ standards per MIL PRF-32432, Clause 3.6.3 
FIT 3-position frame width adjustment for customized fit 


FIT Lightweight, flat temples are free from pressure j j 
Flexible temples and rubber nosepiece for maximum comfort 


wt ve mm 4 eel 


Universal-fit nose bridge 


we 





—_ | 
95212 SK: Smoke 95212 AM: Amber 95212 |0: Cool I/0 95213 SK: Smoke 95213 AM: Amber 95213 10: Cool |/0 
ANSI Z87.1 ANSI 287.1 ANSI 287.1 ANSI 287.1 ANSI Z87.1 ANSI Z87.1 
EN 166 FT NK EN 166 FT NK EN 166 FT EN 166 FT NK EN 166 FT NK EN 166 FT 
EN 170 EN 170 EN 170 EN 170 EN 170 EN 170 
EN 172 EN 172 EN 172 EN 172 EN 172 EN 172 





SAFETY GLASSES (DELUXE COMBO) 


95214 CL: Clear 


ANSI Z87.1 FEATURES Strap or rubber tipped temples system options 
EN 166 FT NK oe: 

EN 170 Spectacle and goggle combination advantage 
EN 172 





Fold-release hinge design allows users to change 
the temple/elastic band easily 


No metal parts/non-conductive dielectric design help 
protect eyes from electric arcs 


> Removable foam gasket provides cushion fit and 
Lom am \) protects eyes from dust and debris 


FIT Adjustable elastic strap provides tighter fit 
Soft temple tip for slip proof / Soft nose pad for snug fit 


a < | ‘ r 





95214 SK: Smoke 95214 AM: Amber 95214 I0: Cool 1/0 





ANSI Z87.1 ANSI Z87.1 ANSI Z87.1 
EN 166 FT NK EN 166 FT NK EN 166 FT 
EN 170 EN 170 EN 170 


EN 172 EN 172 EN 172 





MASTER SERIES | MASTER FLEX 





o Ol -— Woven ID label 


o Q2— Elastic band with hook and loop rubber pull tab closure 
© 03 — Terry cloth thumb material to wipe away sweat 


© Q4— Premium synthetic leather palm with silicone print pattern 
for enhanced grip 


o 05— Touch screen compatible material on thumb, index and 
middle finger tips 


0 06 — High performance spandex material on top of hand 
for durability 


SIZES SML, MED, LRG, XLG, XXL 


MASTER SERIES | MASTER ELITE 






eS 
08 o 
0 04 
07 © 005 
95249 ° 06 
© Q1— Woven ID label 
© Q2- Elastic band with hook and loop rubber pull tab closure 
© Q3- Terry cloth thumb material to wipe away sweat 
© Q4-— PVC padded palm patch for enhanced grip and 
abrasion resistance 
© Q5-— Premium synthetic leather patches for increased 
abrasion resistance 
© Q6- Touch screen compatible material on thumb, index 
and middle finger tips 
© 07- Heavy duty TPR (Thermoplastic Rubber) for impact 
protection on fingers 
© Q8- High performance spandex material on top of hand 
for durability 
SIZES SML, MED, LRG, XLG, XXL 


GLOVES 





MASTER SERIES | MASTER PRO 


BEM ors” 






0 03 

07 © 

06 o o 04 

os @ 

95248 
o Ol — Woven ID label 
© Q2- Elastic band with hook and loop rubber pull tab closure 
© Q3-— Terry cloth thumb material to wipe away sweat 
© Q4— Premium synthetic leather palm and patches for 


increased abrasion resistance 


© Q5-— Touch screen compatible material on thumb, index 
and middle finger tips 


© 06-— Medium duty TPR (Thermoplastic Rubber) for 
impact protection on fingers 

© Q/7- High performance spandex material on top of hand 
for durability 

SIZES SML, MED, LRG, XLG, XXL 


MASTER SERIES | MASTER GRIP 





0 03 
07 o 
06 © 0 04 
9525] -05 


o 01 -— Woven ID label 
o 02 — Elastic band with hook and loop rubber pull tab closure 
o 03 — Terry cloth thumb material to wipe away sweat 


o 04— Premium synthetic leather palm with proprietary grip 
technology for enhanced grip on palm 


o 0S -— Touch screen compatible material on thumb, index 
and middle finger tips 


oe U6— High performance spandex and mesh fabric on top of 
hand for durability 


SIZES SML, MED, LRG, XLG, XXL 
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69085 


long-lasting protection of knees. Comfortable 
and flexible in a wide range of temperatures. 
tion 

SIZE One size fits all 


Durable, polyethylene foam pads fit snuggly into 
the knee pockets of coveralls and work pants for 


BACKPACK AND OFFSHORE BAGS 
PANE PADS 





69012 


FEATURES Heavy-duty bag made of 


ballistic nylon for durability 
Side-by-side full-open top zip 
for easy access 

Padded laptop compartment 
(fits up to a 15" laptop) 
Multiple side pockets for 
stowing beverage bottles and 
other small items 


Adjustable, padded shoulder 
straps 

Padded handle 

Rugged, durable zippers 


17" L (43 cm) x 13" W (33 cm) 
x 9" D (23 cm) 


DIMENSIONS 


LARGE OFFSHORE BAG SMALL OFFSHORE BAG 


69100 
FEATURES 


DIMENSIONS 


Heavy-duty bag made of ballistic nylon for durability 
Ideal for egress to helicopter bays 
Side-by-side full-open top zip for easy access 


Multiple side zip compartments for stowing boots, dirty 
clothes and other gear 


Sturdy in-line wheel system and locking telescopic handle 
with push button operation for easy transport 


Detachable/adjustable, padded shoulder strap included 
Padded handles 

Rugged, durable zippers 

ID card pocket 

28" L (71 cm) x 16" W (41 cm) x 16" D (41 cm) 


Pullout handle and wheels 


69101 
FEATURES 


DIMENSIONS 


Heavy-duty bag made of ballistic nylon for durability 
Ideal for egress to helicopter bays 
Side-by-side full-open top zip for easy access 


Multiple side zip compartments for stowing boots, dirty 
clothes and other gear 


Optional padded backpack straps are adjustable/ 
removable 


Detachable/adjustable, padded shoulder strap included 
Padded handles 

Rugged, durable zippers 

ID card pocket 

Ze S4 em) el Wy bem) x2 DaSlem) 





FOOTWEAR TECHNOLOGY & COMPONENTS 


Red Wing relies on insights from real workers and extensive 
market research to design for specific work environments. With 
purpose top of mind, our developers and engineers then layer 
specific technology, form and function into every design detail. 


INJEX INJEX™ 


Injected polyurethane material 


InJex™ injected polyurethane is a lightweight 
material specially formulated to provide excellent 
cushioning, flexibility, durability and support. It 
resists corrosive fluids, hazardous chemicals and 
other wet environments that can wreak havoc on 
traditional rubber boots. 





Extreme durability. 


UPPER TECHNOLOGY 


KING TOE® 


SSA More toe room 





Larger toe box provides 44% more toe room and 
comfort than our standard work boots. 





(> Boa® Lacing System 
bog 2eu 


; we Revolutionary closure system .; 

| e ; R|w _ Red Wing Leather 
Boa® technology makes getting in and out of teatHeR Handcrafted leather from S.B. Foot Tanning Co. 
lace-up boots faster and easier than ever. Turn the 


dial to tighten laces to the perfect tension, with no Starting with hides from U.S. raised cattle with minimal surface 





pressure points. One click of the reel releases the 
laces instantly. 


Cushin 


ERE) Us) Comfort tongue technology 


imperfections, we control every step of the process, using time-honored 
techniques to craft leather with natural beauty and unmatched durability. 


INSOLE TECHNOLOGY 


Minimizes pressure some workers feel on their 

shin or ankle from the top of the boot tongue. A 
four-way stretch nylon offers relief and flexibility 
while walking, and an internal padded waffle mesh 
maintains premium comfort. 


aE 





FLEXFORCE® 


LE Flexible forefoot, stable heel 


Minimizes pressure on shin. 





This technology combines increased flexibility in the 
forefoot with a stable platform in the heel. A superior 
dual-construction process incorporates a welted heel 
for extra stability, with flexible cement construction 

in the forefoot for added cushion and a comfortable 
fit. Elements from our exclusive DynaForce® insole are 
built in to reduce underfoot pressure. Flexibility 


CageGuard™ High-impact gel 
ZCAG ES F allows for comfort 


GUARD | High-impact flexible gel protection pe aaa 
for the Metatarsal area of the foot (rs IN Sera 







Liner provides extra 
padding and secures 
gel to leather. 


CageGuard™ technology injects a high-impact E 
gel into a debossed vamp inside the boot, creating | i 
flexible, comfortable internal protection for the a | 
metatarsal area of the foot that’s visible on the > 
outside of the boot. CageGuard™ meets all ASTM 
standards, providing dependable protection from 
dangerous workplace drops and hazardous impacts. 


CRV™ 
\Crv!. Exceptional fit in the toe area 


Tapered toe This last is specifically 
comparision. designed to provide 
more toe room. 





EPS. 


DYNA 


DynaForce® 
Reduces underfoot pressure 


A built-in insole system that absorbs pressure and 
provides overall support, stability and comfort. 
This innovative technology dramatically reduces 
underfoot pressure, and blocks painful pressure 
points by redistributing them evenly across the foot 
while minimizing shock. 


= COMFORTFORCE® 
Cap Removable footbed 


This removable footbed features unique Venturi 
alr perforations to help keep feet cool and dry all 
day. The special weave pattern helps channel the 
energy caused by walking, and the arch is curved 
to add extra comfort. 


















































freer ForceGuard™ 
GUARD _ Added protection for durability 


: Provides extra comfort. 
This technology is a protective covering that 


provides long-wearing abrasion, oil and 
chemical resistance on critical areas of the boot. 





Rubber covering for durability 
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Gait) RW RedBed™ 
4-layer underfoot comfort system 


Advanced comfort via 4-layer construction of a moisture managing fabric cover, 
impact absorbing urethane foam, heel and motion wrap-around stabilizer and 
heel strike gel elastomer cushion pad. Also features perforated ventilation, 
instep supporting columns, longitudinal arch support and engineered heel wall 
geometry for upper heel strike control. 


SWEN-FLEK" SWEN-FLEX® 


Non-metallic, puncture-resistant insoles 


These non-metallic, puncture-resistant insoles are manufactured from high- 
strength, woven fibres. They meet or exceed all world standards for puncture 
resistance, including CSA, ASTM and EN. 


CSA GRADE 1 & ESR CLASSIFICATION 
Canadian Standards Association approval. 





Refers to the Canadian Standards Association’s (CSA) approval 
(CAN/CSA-Z195-09) for protective footwear. 


q LINING TECHNOLOGY 


/ 
| 
ae 


Red Wing Waterproof 
ea : 
PROOF 3-layers for waterproof protection 


This system uses a 3-layer approach to keep feet 
dry. 1 - Linings help move moisture away from the 
foot to keep it dry. 2 - Foam provides cushioning 
and a comfortable fit. 3 - A waterproof bootie is 

a barrier to keep water out. Tricot, a protective 
material, is applied to the outside of the bootie to 
ensure a complete waterproof system. 





Perspiration moves away from 
the foot while water stays out. 


SOLE TECHNOLOGY 
ae 


HR» Heat-resistant Outsoles 
Performance on hot surfaces 

Soles that have been designed and tested to 

perform on high heat surfaces. Soles identified as 


HRO are heat resistant to melting at a minimum of Durable sole resists melting. 
475° Fahrenheit. 





SeiGrip: StarGrip® Sole 
Superior slip-resistance 


StarGrip® Technology features an 8-sided 
design and a unique concave shape of the star 
pad sole, allowing it to act like a mini suction 
cup to provide greater grip of the surface. 





Unique Concave Shape 


<— LJ  SUPERSOLE® 2.0 


SUPER*SOLE Comfort inside. Durable outside. 


Dual density urethane sole designed with inner 
sole to provide cushion and comfort, and outer 
sole to provide durability and protection. This 
premium sole not only provides top performance 
in traction, abrasion resistance, cut resistance, 
oil and chemical resistance, but also delivers 
maximum comfort. 





Top performing premium sole. 


<5 sSuperSole® 


SUPER*SOLE © Comfort inside. Durable outside. 


Single density urethane sole designed to provide 
durability and comfort. It delivers performance 
factors of abrasion resistance, cut resistance, 
traction, and oil and chemical resistance. 


® |. 
Vibram® 
Versatile, performance outsoles 


Exceptional design intersects with innovative rubber 
compounds to create versatile, performance outsoles. 
Vibram® outsoles offer excellent traction and high 
abrasion resistance in a multitude of environments. 





Vibram® Summit Sole 


WORKWEAR TECHNOLOGY & COMPONENTS 


Beyond our selection of premium FR fabrics, every Red Wing 
industrial workwear garment is crafted using state-of-the-art 
materials, superior construction and undergoes rigorous testing 
for safety, fit and wear. From underwear to outerwear, our 
products are built with purpose. 


NEW Engineered Wind & Water Repellency 


Red Wing has partnered with Daletec®, a worldwide leader in flame-resistant 
fabrics, to bring you wind and water repellency on select-winter garments. 


e = Wind & water protection in light rain/ 
snow conditions will keep wearers 
warm and dry 


e —_- Protective engineered coating Is 
breathable, ensuring wearers are 
comfortable on the job 





Engineered coating lasts the average lifecycle of a winter garment, 
15-20 washes. Performance will be reduced over time. This feature is not 
intended for use in heavy rain/snow conditions. In those cases, a fully 
waterproof solution should be used. 


7, 


A&E® is one of the world’s foremost manufacturers of industrial sewing 
threads and yarns. A&E delivers exact color, superior quality and the most 
innovative products, right where they are needed. 


QUALITY THREAD, TRIPLE-STITCHED* AND BAR-TACKED MEANS 
QUALITY SEAMS 


Thread only makes up a small percentage of the cost 
of the garment but shares 50% of the responsibility 
for the seam. By using only thread that meets 
rigorous Red Wing standards, we engineer quality 
into every Red Wing garment. 


Threads used in Red Wing garments are tested to 
prevent excessive: 


e = Thread breakage. 
e = Skipped stitches. 
e = Repairs and restitched seams. 


e Seam failures. 





*Seams are double-stitched and bar-tacked on all garments constructed 
using fabric less than 7 oz unless otherwise noted. 
**All Nomex® garments are constructed using Nomex® thread. 


Vented Workwear (Series 618) pg 26 


Red Wing’s Vented Workwear is designed specifically for comfort and protection in the 
heat. These flexible garments are built with modacrylic-knit vents under the arms and 
in the pleats of the back, allowing air to flow around the body and providing relief from 


‘Ke)am _Loxy® 


Red Wing workwear Is outfitted with durable, reflective tapes from Loxy®, 
the world’s largest distributor and producer of seam sealing and reflective 
tapes. 





YKK° we 


Red Wing workwear utilizes fasteners manufactured by YKK®, the world’s 
leading designer, developer, manufacturer and supplier of quality fastening. 





3M 
Thinsulate —3M™ Thinsulate™ 


Exposure to extreme weather takes a toll on workers. That’s why Red Wing 
offers 3M™ Thinsulate™ Insulation (Type G). Selected from more than 100 
types of 3M™ insulation, Type G is lightweight and stands up to industrial 
laundering, yet provides better insulating value than heavier competitors. 


3M™ Thinsulate™ Insulation Type G Features and Benefits 


e —_ Offers superior warmth. 

e —- Soft and breathable for comfort. 

e —_— Highly durable for industrial wash needs. 

e —_ Effective in both dry and wet weather. 

e —_ Fibers absorb less than 1% of their weight in water and 
dry easily. 

e —_ Certified free of harmful substances to Oeko-Tex® 
Standard 100 - product class |. 


the heat. The design and location of the vents gives companies room to display their 
logo on the back of the workwear. Roomy underarm area prevents seam irritation, and 
the designed-to-fit construction allows workers greater freedom of movement. 
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Height 


Chest 


Waist 


Inseam 


Not all garments are available in full 
size range listed. Please refer to our 
product specification sheet(s) for 
available size range(s). 





RED WING WORKWEAR FITTING GUIDES 


Purpose-built for the work you do, our industrial workwear is designed to fit so well, so comfortably, that it may not 
even seem like personal protective equipment. Key measurements necessary to ensure the best possible fit include: 
Height, Chest, Waist and Inseam. These sizing tables and measuring instructions are intended to guide you in 
selecting the right size(s) for each garment style. If you don’t see the size you’re looking for, please contact us for 


information about our make-to-measure option. 


TIP: For best fit, measurements should be taken directly from the body. Room for movement is already calculated into 
garment dimensions. 


MEN'S GOVERALLS 


UNLINED 


EU/RU 


INSULATED 


CHEST EQUIVALENT INCH / CM EQUIVALENT CHEST INCH / CM EQUIVALENT 
32 42 30"-32" 76-82 cm s 34"-36" 88-92 cm 
34 Ad 39" 34" Wuiean : 36"-38" 92-97 cm 
36 46 34"-36" 36-92 cm i 38"-42" 97-107 cm 
38 418 36.38" Le em L 42"-46" 107-117 cm 
40 50 38"-40" 97-102 cm - 46"-50" 117-127 em 
42 52 40"-42" 102-107 em aA 90"-54" 127-137 cm 
Ad 5A "As" | 107-112 cm 3XL 54"-58" 137-147 cm 
AG 56 44"-46" 112-117 om bp 58"-62" 147-157 cm 
48 58 1g™49" | 117-109 om 5XL 62"-66" 157-168. cm 
50 60 48"-50" 122-127 cm mu 66"-70" 168-178 cm 
5? 62 50"-52" 127-132 cm HEIGHT INCH / CM EQUIVALENT 
54 64 50" 5A" eosin Short uptos' 9" uptol/5cm 
56 66 54"-56" 137-142 cm Regular upto6'1" upto 185 cm 
58 68 56"-58" = 142-147 cm Tall | up to6'4” up to 196 em 
60 70 58"-60" oss Extra Tall* | 6'4" andup 196 cm and up 
ze ue lesa * Tall and Extra Tall not available in XS 
64 14 62"-64" 157-163 cm chest size. 
66 76 64"-66" 163-168 cm 
68 78 66"-68" 168-173 cm : 
70 80 68"-70" 173-178 cm VV E ly c G 4 | RTS 
HEIGHT INCH / CM EQUIVALENT 
Short up to 5'9 up to 175 cm 
Regular upto6'1" upto 185 cm el asl CRE VU EkENE 
Tall | upto6'4" —_up to 196 cm XS | ue 86-92 cm 
Extra Tall | 6'4"andup 196 cm and up : | 36-38 92-97 cm 
mM = | 38"-42" 97-107 cm 
L |} 42"-46" 107-117 em 
XL | 46"-50" 117-127 em 
XL | = 50"-54" 127-137 em 
3X. | 5A"-58" 137-147 cm 
AXL | 58-62". 147-157 cm 
5XL |= 62"-66" 157-168 cm 
6XL | 66-70" 168-178 em 
HEIGHT INCH / CM EQUIVALENT 
Regular | up to 6' 1" up to 185 cm 
Tall | up to 6' 4" up to 196 cm 


MEN'S INSULATED BIB ‘N° BRAGE 


WAIST 
XS 
S 
M 
L 
XL 
2XL 
3XL 
AXL 
5XL 
6XL 
HEIGHT 
Short 
Regular 
Tall* 


INCH / CM EQUIVALENT 


28" 71cm 
oun 76cm 
34" 86 cm 
38" 96 cm 
42" 106 cm 
46" 116 cm 
50" 128 cm 
2: 132 cm 
310) 142 cm 
60" 152 cm 
INCH / CM EQUIVALENT 
Vee a) SP up to 175 cm 
up to 6' 1" up to 185 cm 
| up to 6' 4" up to 196 cm 


* Insulated bib ‘n’ brace: 
tall not available in XS chest size 


INSEAM EQUIVALENT 


30" 
os 
36" 


MEN 5 JACKETS, LAB/SHOP 


COATS, PARKAS 


CHEST 
XXS 
XS 
S 
M 
L 
XL 
2XL 
3XL 
AXL 
5XL 
6XL 
HEIGHT 
Regular 
Tall* 


INCH / CM EQUIVALENT 


32"-34" 82-86 cm 
34"-36" 86-92 cm 
36"-38" 92-97 cm 
38"-42" 97-107 cm 
42"-46" 107-117 cm 
46"-50" 117-127 cm 
50"-54" 127-137 cm 
54"-58" 137-147 cm 
58"-62" 147-157 cm 
62"-66" 157-168 cm 
66"-70" 168-178 cm 
INCH / CM EQUIVALENT 
| up to 6' 1" up to 185 cm 
| up to 6' 4" up to 196 cm 


* Jackets, lab/shop coats: 
tall not available in XXS chest size 


* Parkas: 


tall not available in XXS and XS chest size 


76cm 
82 cm 
92 cm 


MEN'S TROUSERS 


COVERALL, PARKA, JACKET, VEST 


INCH / CM EQUIVALENT 


CHEST 
XS 


AXL 


34"-36" 
36"-38" 
38"-42" 
42"-A6" 
46"-50" 
90"-54" 
94"-58" 
98'-62" 


86-92 cm 
92-97 cm 
97-107 cm 
107-117 cm 
117-127 cm 
127-137 cm 
137-147 cm 
147-157 cm 


BIB ‘N’ BRACE 


INCH / CM EQUIVALENT 


WAIST 
XS 


29"-30" 
30"-31" 
31"-32" 
33"-34" 
34"-35" 
30"-36" 
36"-37" 
3/°-38" 


TROUSERS 


INCH / CM EQUIVALENT 


WAIST 


24" 
26" 
28" 
30" 
32. 
34" 
36" 
38) 
40" 
42" 
4A" 
46" 
4g" 
a 
aye 
o4" 
ae) 
08" 
60" 


61 cm 
66 cm 
71cm 
76cm 
82 cm 
86 cm 
92 cm 
97 cm 
102 cm 
107 cm 
112 cm 
117 cm 
122 cm 
127 cm 
132 cm 
137 cm 
142 cm 
147 cm 
152 cm 


74-77 cm 
77-80 cm 
80-83 cm 
83-86 cm 
86-89 cm 
89-92 cm 
92-95 cm 
95-98 cm 


INSEAM 


2g" | 
30" | 
| 
34" 
36" | 


on 


CM EQUIVALENT 


71cm 
76cm 
82 cm 
8/7 cm 
92 cm 
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WOMEN'S FIT 





height WOMEN'S COVERALLS 
US WOMEN’S avER: INCH / CM EQUIVALENT (CHEST) HEIGHT INCH / CM EQUIVALENT 
ni 39 30"-39" 7eegihen Short up to 9' 3" up to 161 cm 
Chest 6 34 39"-34" 81-86 cm Regular Upmoroee/e up to 1/0 cm 
g 36 34"-36" 86-99 cm Tall | 58" andup 1/1cmandup 
10 38 36"-38" 92-97 cm 
Waist 12 40 38"-40" 97-102 cm 
14 42 40"-42" 102-107 cm 
16 44 42"-44" 107-112 cm 
18 46 44"-46" 112-117 cm 
20 48 46"-48" 117-122 cm 
22 50 48"-50" 122-127 cm 
24 52 50"-52" 127-132 cm 
26 54 52"-54" 132-137 cm 
WOMEN'S TROUSERS 
Not all garments are available in tull US WOMEN’S INCH / CM EQUIVALENT (WAIST) HEIGHT INCH / CM EQUIVALENT 
size range listed. Please refer to our nl 96" 66 cm = 
product specification sheet(s) for Short up too’ 3 up to 161 cm 
available size range(s). 6 Zr 68 cm Regular upto5'7"  uptol70cm 
8 23° 72cm Tall | 5'8"andup 171 cmandup 
10 30" 76cm 
12 oye 82 cm 
14 33) 84 cm 
16 31). 89 cm 
18 Sue 94 cm 
20 38" 97 cm 
2 40" 102 cm 
24 42" 107 cm 
26 44" 112 cm 


WOMEN'S SHIRTS, JACKETS, LAB/SHOP COATS 


US WOMEN’S INCH / CM EQUIVALENT (CHEST) HEIGHT INCH / CM EQUIVALENT 
XS | 30"-32" 76-82 cm Regular | up to 5' 7" up to 170 cm 
S | 3236" 82-92 em Tall | 5'8"andup 171. cmand up 
M | 36"-40" 92-102 em 
L | 40"-44" = 102-112 em 
XL | 4d"-48" 112-122 em 
XL = | 48"-52" 122-132 em 


FOOTWEAR Footwear Size Comparison Chart 


For most common International systems 


USA Men's 


USA Women's 


European 
British 


cm Men's 





Cmte Cl | 21.5] 22 | 22.5)| 23 |23.5) 24 | 24.5] 25 [25.5] 26 | 26.5] 27 | 27.5] 28 | 28.5 


Please note that there is no real standard for converting shoes. Your best option is to have your feet measured professionally at a local shoe store and 
get the Men’s and Women’s sizes directly from the measurement device. 
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RED = Flame-resistant garment 
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